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Message Text 


LIMITED OFFICIAL USE RIO DE JANEIRO 4864 

FOR SY/OPS/T FROM TSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: TORREX X-RAY SYSTEM 

1 . PROPOSE TO INSTALL RECENTLY RECEIVED TORREX X-RAY INSPECTION 
SYSTEM IN NCOIC OFFICE WITH CONCURRENCE OF RSO BRASILIA AND 
PSO AND NCOIC RIO. MAY ALL MSG BE INSTRUCTED AND AUTHORIZED 

IN ITS USE OR SHOULD USE BE RESTRICTED TO NCOIC AND PERHAPS 
TWO ALTERNATES (I.E. ASST. NCOIC AND C&R PERSONNEL)? SHOULD 
PERSONNEL USING TORREX BE ENTERED INTO FILM BADGE PROGRAM? 
PLEASE ADVISE INCLUDING ANY OTHER PERTINENT POLICY ON TORREX USE. 

2. TORREX 150 RECEIVED IS FOR 220 V, 50 HZ. WILL BE USING IT ON 
220V, 60 HZ PRESENT ANY PROBLEMS OTHER THAN CAUSING 20 PER CENT 
TIMER ERROR? PLEASE ADVISE SOONEST. 
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